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ABSTRACT 


Using the research platform "FLIP", experiments were conducted to 
determine the effect of measured ocean surface roughness on transmission 
of sound from an airborne source into the sea. Signal noise both at. the 
air-water interface and at points in the underwater sound field were 
recorded using modified AN/SSQ-57 sonobuoys. Ocean wave spectra and rnis 
wave height, o , were determined from simultaneous recordings of ocean 
surface wave height variations. The results of analog data analysis 
compared well with theory developed by Hagy and Medwin: for R< 1, 
perpendicular incidence transmission loss increased approximately as 
10 10919 ek where R= kono" (c./c, cos 8) ~ cos 05) . (Subscript 2 
refers to propagation constant, speed, and angle of transmission in 
water; subscript 1 in air). For 1 <R <4 the transmission loss 
decreased with increasing roughness, presumably due to off-axis 


incoherent contributions. 
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I. INTRGDUCTION 


This thesis describes the second phase of a study in progress at 
the Naval Postgraduate School (NPS) into the effects of a randomly rough 
air/water interface on transmission from a sound source in air. The 
first phase of the study was carried out by Lieutenant J. H. Hagy,. dr.. 
and is reported in Ref. 1. Hagy developed the theory applicable to 
plane wave incidence on a rectangular area of a randomly rough interface 
and carried out tank model experiments to verify and to extrapolate the 
theory. 

The second phase of the study reported herein involved the accumu- 
lation of sound transmission data at sea and subsequent analysis and 
comparison with theory. Data were taken during two 2 day periods at 
sea: 28-29 May 1970 (FLIPEX I) and 17-18 August 1970 (FLIPEX II). The 
data station in both cases was a point between San Clemente Island and 
the California coast at lat 33°-06' N, long 117°-51' W. The experimental 
platform used for obtaining both acoustic and oceanographic data. was: the 
Floating Instrumentation Platform (FLIP) operated by the Marine Physical 
Laboratory of Scripps Institution of Oceanography. The oceanographic 
study was conducted under the direction of Dr. Russ Davis of Scripps 
using Scripps instrumentation. The sound sources utilized for the various 
experiments were the Lockheed P-3B8 Orion patrol aircraft and the Sikorsky 
SH-3D helicopter. Data analyzed for this thesis was limited to that ob-- 
_ tained using the SH-3D helicopter. The sensor used for obtaining noise 
levels at the ocean surface and at various points Tn the underwater sound 
field was the AN/SSQ-57 Sonobuoy manufactured by Sparton, Inc., modified 


as necessary for the experiment. 


1] 








-~ The objectives of this thesis were: 
1) To compare the predicted smooth surface transmission loss, TL, 
with low frequency data corresponding to very low roughness; 


acoustical roughness is defined by: 


R = ko 0° (co/cy cos 6, - COS 0) 


2) To compare the predicted rough surface transmission loss 
(0.1 < R < 4) , for a point source in air, with experimental 


results. 


i 





A. 


[ele ECR 


REVIEW OF EXISTING ROUGH SURFACE THEORY 


A theory applicable to the transmission of sound from a distant 


source in air through a rectangular section of a randomly rough ajtr-water 


interface was developed by Hagy at NPS [1]. His development was very 


similar to that used by Medwin [2] for scattering of sound from a raugh 


surface. Approximations and assumptions employed in the theory were as 


follows: 

1) The incident wave is plane and ensonifies a limited area of the 
Interiace. 

2) The receiver is sufficiently far from the surface to regard the 
received waves as plane, i.e., the "far field approximation" is 
made. 

3) Mutual interaction of the surface irregularities may be neglected. 

4) The ensonified area is large compared to an acoustic wavelength.. 

5) The surface is considered perfectly rigid so that the reflection 
coefficient, R, equals unity at each point. 

6) The Kirchhoff approximation is valid, i.e., the reflection coef- 

: ficient for points of an extended rough interface area is the 
Same aS that for a perfectly smooth interface. 
7) The surface correlation length is large compared with the acoustic 


wavelength. 


Most of these assumptions are, at best, approximations of the situ- 


ation sea experiments; that of a sound source located several hundred 


feet above the ocean surface. The source was not far enough from the 


Surface for the incident wave to be plane. The area ensonified by the 
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incident wave front was, strictly speaking, infinite in extent. Fora 
smooth surface, the area over which sound from a point source is trans- 
mitted into the half-space below the interface is the area subtended by 
ma 13 degree cone with its apex at the source, i.e. tne crpetical angle 

for air/water transmission is 13 degrees. Except for very rough seas 
which were not encountered in the sea experiments, assumption 3 is 
considered valid. The diameter of the 13° ensonified area as defined 
above is greater than the largest wave lengths considered jn the analysis: 
of the at sea experiments. However the dimensions which really should 

be used here are those of the annular Fresnel zones over which the 


incident wave can be considered plane. Because (pc) >> (pc) 


water aalivae. 


approximation 5 is considered valid for the sea experiment. The criterion 
for application of the Kirchhoff assumption is considered by Beckmann to 
be that the minimum radius of curvature of the surface is large compared 
with the wavelength of the incident radiation. This is certainly not 
Satisfied at 100 Hz for which the wavelengths in air and water are 


approximately 10.5 and 46.5 feet respectively. 


~B. SMOOTH SURFACE THEORY FOR A POINT SOURCE 
The objective here is to derive an expression for the ratio of the 
acoustic pressure incident on the interface at a point directly beneath 
the source to the acoustic pressure at any point in the half-space below 
the interface. The interface is assumed to be perfectly smooth. 

Assume that power P, is radiated into an infinitesmal angle, d8, 
by the spherically symmetric source, S. 

Consider the cross-sectional area of the ray cone intercepted at the 


interface. Call it A. 
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The incident intensity at point T at the interface is 


oe 
ae uae 


Where: P, is the incident pressure amplitude 
P) -is the density of air 


Cy is the compressional wave speed in air 


Then the incident power contained in the ray cone is: 


2 
_p 


a Z 1] 
(1) P, = I, A cos 6, = Zc, hecos 0 


Similarly the transmitted power is: 


2 
Po 


2p9Co 


(2) Po = I, A cos 8, A cos 85 


where: Po is the transmitted pressure amplitude 
at the interface 
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Po is the density of sea water 


Co 1s the compressional wave speed in sea water 
at the interface 


The intensity at point T at the interface is also given by: 


P 
] = 
] (env sin 0 ry a6, 
Now ry = H/cos 8 
P, cosé 8 
I = 


merce 
2nH~ sin 6 de, 
Similarly the intensity at the receiver is given by 


Po 


an(d, + dq) (d. + D/cos 0,)d0, 


eis 


Po 


én(r) Sin 6, + D tan 05) (d, + D/cos 0,)d6, 


Po 


2n(H tan 6, + D tan 05)(d)/sin 6, + D/cos 0,)de, 


Po 


2n(H tan 6, + D tan 6,)(H tan 6,/sin 6, + D/cos 0,)d0, 





Cy sin 0 
By Snell's Law: Sa Poe 
Co SiN 65 
Then Cy COs 0 dé, = C) COS 6, de, 
de, ; Cy COs 0, ; Sin 05 cos 6, : tan 05 
and oe a CUCOSnOn “Memecuiiimonn = 
1 1 9 S 1 COS 5 an 0) 
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Then: 


Toe 





cos* 8 tan 6 D do. P, 
- 2n(H tan 6, + D tan 65)(H ~ ) 2 Sa 
QnH~ sin 0 Sin 6, COS @, d6y. Po 
cos? 8, tan 85 tan Oy D P. 
ys (H tan 6, + D tan 05) ( ) (CH + a 
H~ sin 0) tan 04 sin 05 cos 05 Po 
2 
cos 84 \( D tan a, a 
H tan 6, + D tan @ + ————____———]) »- — 
Die ] 2 
H~ sin 04 cos 85 tan 84 cos 05 Po 
cos¢ 9 H tan 0 + D tan G5 Pa 
on 
H~ sin 04 tan 01 cos 05 Po 
cos¢ q (H tan 6, + D tan 6 \é p 
] | ] 2 2 
Ce 
H™ sin 0, tan 0 cos 85 Po 























Now find the intensity, liz at some point Z directly below the source: 


Then 


a 
2 We 


ml 
where I_ is the intensity at unit distance from the 
source s. 
2 
ry ] 
He a 0 
a lo. ae nae 
I4, I, Lot cos” 6, 





+ D tan @ 2 


] (H tan 6 


12 
ae i ane <i ee 
I), he sah 6 tan 8, cos 85 Po 


- 1 2 


—_ ° ———_=—= 


Returning to equations (1) and (2) for P, and P, and substituting them 


into the above expression: 




















Z 2 
l,5 ; (H tan 6, + D tan 0) PoCoP, COS 8, 
ee. (ewe ae Le. a 
iC 
Io, H~™ sin 8 an 8, cos 8. 074°7Po cos 8, 
a 2 
Now ee tae et 
Nz : 2 
£010) ZpoCo 
Then 
. (H tan 6, + D tan 0)° COS 8, py” 
—ar!).d0hmUmU!”™CUC ~ fae, 
Pot essai 84 tan 8, COS 84 COS 8, Po 
Piz H tan 6, + D tan 85 cos 8, = Py 
————_ = ] Oo ce 
Pot H (sin 6, tan 6, cos 61) COS “8. Po 
Dividing both sides by H tan 0) » 
tan 6 
D 2 
lto os : 1/2 
ae LF ee. 
Pot nde 6, tan 6, Cos °2, le COS 8. Po 
tané 8, 
ne Oleg ee oe 
; H C, COS 8, ( cos 6, 2 Py 
1/2 a 
(cos 6, Cos 05) COS 8,5 Po 
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Piz Dcpeos ap TP 








= (l+t- mee eee 
Pot H C1 COS 84 cOS 85 Po 
a 
pRnGeEGOS. 0.9 =p. CamCOS mG 
eis ee 22 ] 17] Ce 
Py Polo COS 8 is 04°] cos 85 
Pea 
Cos 8 ~ Dnt cos 85 
= 7h] + 
elaall 
cos a = cos 85 
uo? 


For air to water transmission, 





oi ] 
P4C5 3700 
p 
Then = ee for any incidence angle. 
1 


Hence a general expression for the ratio of pressure at point 0 to 


pressure at the receiver for air to water transmission is: 


p 
1Z D C5 Cos 8 1. ] 


Poe H C1, COS 8. 2 Cos 85 


Define transmission loss, TL: 


PIZ D c) cos 8, 1 
20 log — = 20 log [(1+—- — ) epee 
Poy H C, cos 85 2 cos G5 


Nc 


] 





TL, 


i, 





For the receiver directly below point 0, this reduces to: 


D Co 1 
TL. = 20 log fl (1l+- 4a] 
S 2 
H Cy 
Note that at D=0, TL = 20 log r =. 6 0cB eee tec CueaGnde 


increase in SPL. This is consistent with the boundary conditton that 


pressure 1S continuous across the interface, i.e., 


Po = Pyz t Ph = Paz * RPYZ = 4PyZ 


where P. is pressure amplitude at the surface 


P. is amplitude of the reflected pressure wave 


Poy = Pe by the boundary condition 
rz ae 

p 2 

ae D=0 


A plot of TL, vs. D/H is shown in Fig. 2-1. 


-~—C.--ROUGH SURFACE THEORY FOR A POINT SOURCE 
Hagy's theory [1] for rough surface transmission of a plane wave 
through a limited area concludes with his equation (29); using Poe vice 


his Po. 


* = 
(PoePot™ = Pog Fe RE (sinc KX sinc Ky)’ + 


2 @ n 
aL R Coe 
“RE, nmr exP(-Kyy Le/4n)] 
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A rough surface theory applicable to transmission of sound for the 
case of a point source in air has not been developed to date, and will 
not be undertaken herein. In general it appears that an approach to the 
development would be based on approximating the spherical wave front by 
a series of annular wave fronts. The manner in which these annular zones 
contribute to the intensity at a point in the underwater sound field would 
then have to be determined for various degrees of roughness. 

It seems certain that the coherent component of the intensity (first 
term of Hagy's equation (29) above) will be dominant in its contribution 
to total intensity at low roughness for a point source as it is for a 
plane wave. Further, it seems likely that for a point source above a 
low roughness surface, R < 1, tnis coherent contribution will again 
exhibit an eR dependence for the Snell direction, i.e. the refraction 
direction predicted by Snell's Law. Under these conditions F =1 and 


sinc KX = sinc KY = 1, so that 
ParPar® -R 
= e 
20") 


‘where: PotPat*) = mean square transmitted pressure 
7 amplitude at a point in the underwater 
~~sound field 


Pog” = mean square transmitted pressure amplitude 
at the same point for a smooth surface 


ye 


~ 
i 


Ke (Coley COS 6, - COS 8, 


In view of the above the following can be postulated for low 


roughness; R<I: 


Me 





TL TL, ts Tiki 


R 


R 


D Co. 
20 log [ (1 +-— —} x J + 10 loge 
H Cy 

Preliminary analytical work by Dr. Medwin at NPS has suggested that. 

for a point source, the incoherent contribution to intensity increases: 
monotonically with frequency for R»> 1 reaching a peak at R=Z% and 


then falling off monotonically for higher frequencies. 
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TIT. EXPERIMENTAL EQUIPMENT FOR ACOUSTICAL MEASUREMENTS 


A. GENERAL 

It was determined in the early planning stages of FLIPEX I that the 
use of both fixed wing aircraft and helicopters as airborne eonne sources. 
was desirable. Because of their operaticnal availability and their pri— 
mary role as ASW aircraft, the Lockheed P-3B Orion patrol plane and the 
Sikorsky SH-3D helicopter were selected. 

At the time, AN/SSQ-57 calibrated sonobuoys appeared to be very well 
Suited for use as sensors with which to cetect aircraft noise both at and 
below the surface. Accordingly, since P-3 aircraft routinely operate with 
sonobuoys of this type, it appeared very advantageous to utilize the P-3's 
on-board signal processing equipment for the tite. of recording both its 
own noise signal and that of the helicopter. However, an ensuing feasi- 

“bility study of this scheme indicated the following problems: 

a) Calibration of the P-3 equipment to enable the taped signal level 
for each sonobuoy to be converted to acoustic pressure Tevel at the sono— 
buoy hydrophone is a difficult task not ordinarily undertaken. Added to 
the inherent difficulty of the task was the problem of frequent traveling 
to and from N.A.S. Moffett Field as well as the uncertainty as to which 
aircraft would actually be used. 

b) The proximity of the experimental site to the California coastline 
introduced the problem of radio interference from commercial short wave 
transmissions (police, taxicabs, etc.). This was shown to be a serious 
problem during a trial run off Monterey. 

The possibility of using P-3 VHF receivers and multi-channel tape 


recorders on board FLIP was also considered since at low altitude it was 
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suspected that commercial interference would be minimal. However the 
problems involved in procuring the equipment and assembling it as a system 
on board FLIP rendered this plan also not. feasible. 


The remaining possibility involved hard wiring the sonobuoys to FLIP 





and recording the signals on an NPS acoustic research multi-channel tape 
recorder installed on board FLIP. The decision was made to use this 
method for the experiment. In the remainder of this section, the modi- 
fications made to the AN/SSQ-57 sonobuoys, the design of the sensor unit, 


Signal line and signal line/tape recorder interfaces will be discussed. 


B. SONOBUOY MODIFICATION 
A block diagram of the AN/SSQ-57 sonobuoy in its normal configuration 


appears in Fig. 3-1 below: 


Termination Hydrophone Preamp Audio FM 
Mass Amplifier Modulator 
Antenna 
e ees ee ee 
Fig. 3-1 


BLOCK DIAGRAM OF AN/SSQ-5/ SONOBUOY - 


The audio amplifier and FM modulator are circuit board solid state units 
and are enclosed within the watertight portion of the buoy cannister. The 
antenna extends approximately two feet above the top of the buoy. The 
buoy is slightly buoyant; its top rides a few inches above the water sur- 
face. The hydrophone, preamplifier, and termination mass are suspended 
from a compliant length of rubber at a dept of 95 +15 feet [3].. The 
compliant rubber, hereafter referred to as the "bungee", has a length of 


approximately 35 feet when supporting the hydrophone, pre-amplifier,. and 


as 





termination mass in water. Its purpose is to isolate the hydrophone 
from wave induced vertical motion of the sonobuoy cannister. If such 
vertical motion were not isolated, the resulting changes in hydrostatic 
pressure at the hydrophone would cause limiting in the audio amplifier. 

The decision to hardwire the sonobuoys to FLIP meant that the RF 
modulator section in the buoy would be disabled and the output of the 
audio amplifier connected directly to the long line to FLIP. It was 
found that by disconnecting the RF modulator section from the 10.1 volt 
Salt water battery power supply, the current drawn from the power supply 
was reduced by a factor of over 10. The implication was that with the 
sonobuoys hard wired, their normal eight-nour operating period [3], 
would be extended to a period of over eighty hours. This was very 
desirable since it meant that buoy replacement would not have to be under- 
taken during the two day experimental period. 

The AN/SSQ-57 sonobuoy has an electric test plug built into its top. 
This plug facilitated the above battery life test and many which followed. 
It enabled the experimenters to energize the buoy by means of an external 
10.1 volt power supply, to uncouple the preamplifier electrically from 
the audio amplifier, and to introduce a low level signal to the input of 

—the audio amplifier. The use of this test plug is discussed in detail in 
Appendix A which deals with calibration. 

In order to predict signal levels at the output of the audio amplifier, 
the Wenz curves [4] were consulted to predict a likely ambient noise level 
based on the prevailing wind speed range in Southern California coastal 
areas. Using this value and a typical hydrophone sensitivity and audio 
amplifier gain, the output level of the audio amplifier was predicted. 


This level was considerably higher than the noise level expected to be 
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introduced in the shielded signal line. dence additional amplification 
of the higher level helicopter signal was not considered necessary. 

Modifications made to the AN/SSQ-5/7 sonobuoy were as follows: 

a) The dissolvable plug in the buoy cannister was removed and an 
aluminum disk epoxied in its place. 

b) Where hydrophone depths greater than 95 feet were desired,. the 
AN/SSQ-57 hydrophone assembly was replaced with an AN/SSQ-41A sonobuoy 
hydrophone assembly. Depths were set according to the requirements of 
the experiment. 

c) The 1.5 volt DC power supply line was cut inside the watertight 
section of the buoy. Under normal ASW operation this voltage provides 
a means of limiting the buoy's operational life to approximately 1 hour.. 
An externally operated switch controls this option. 

d) The node at which the 10.5 volt DC is supplied to the audio 
amplifier and the RF modulator was bypassed so as to provide 10.5 voit 
to the audio amplifier only. 

e) Through the top plate of the buoy a hole was drilled and tapped 
with a 3/8" pipe thread. A brass 3/8" swagelock water tight fitting 
was inserted. 

f) A two-terminal terminal board was affixed to the buoy center 
shaft a few inches below the top plate. A length of coaxial cable (uti-. 
lizing the discarded antenna cable) was inserted connecting the output of 
the audio amplifier to the terminal board. 

g) A Marsh-Marine RM-2-MP 2 connector male pigtail was inserted 
through the swagelock fitting and soldered to the terminal board. The 
fitting was then tightened down. 

h) The aluminum cannister enclosing the hydrophone assembly was 


removed and discarded. With the buoy assembled, this permitted the bottom 
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retaining plate to be easily inserted in the bottom against the hydrophone 
assembly and locked in place with the retainer ring. This provided a 


quick release means of deploying the hydrophone assembly. 


C. SURFACE MICROPHONE 

One of the essential requirements of the experiment was that there be 
a means of measuring either incident acoustic pressure or surface acoustic: 
pressure at the air water interface. Because of the continuity of pres- 
Sure at the boundary, the surface acoustic pressure could be obtained by 
locating the sensor either just above the surface or just below it. To 
avoid turbulent water noise beneath the surface it was elected to have 
the sensor above the surface. Two problems had to be considered at this 
point. First, there surely would be a certain amount of shock pulsing of 
the sensor due to surface splash. Seconcly, a standing wave pattern above 
the surface would be present which could have significant effect for fre- 
quencies > 500 Hz with the sensor a few inches above the surface. To 
reduce the splash noise by raising the sensor would mean that the sensor 
would be in the standing wave pattern. To move the sensor very close to 
the doubled pressure anti-node would mean much more splash effect. For 
FLIPEX I, the decision was made to use two surface sensors; one 2 inches. 
above the surface, one 6 inches above the surface. For FLIPEX II, a 
Single sensor was used which was designed to ride just at the surface. 
This latter choice was based on the observation from FLIPEX I data that 
a standing wave pattern did exist which was seriously affecting the 
Spectrum of the recorded helicopter noise. 

The requirement that the surface sensor be compact, rugged, and water 
tight suggested the use of a sonobuoy hydrophone. An AN/SSQ-57 hydrophone 


was tested in air in the NPS anechoic chamber and found to be completely 
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satisfactory in its operation. For FLIPEX I, two AN/SSQ-57 hydrophones 
were affixed on top of discarded AN/SSQ-41 sonobuoy cannisters. A styro- 
foam collar was fitted around the top of each cannister to cause the 
assembly to respond rapidly to all wave frequencies. (There was concern 
that without the collar the cannister woula bob slowly with the longer 
period waves, thus allowing the short period waves to break over its 
top.) Lead weights were inserted in the bottom of the cannister to add 
Stability about an axis perpendicular to the surface. The drawback of 
this design was found during FLIPEX I to be that considerable noise at 
the surface microphone was generated by bumping of the support cannister 
against other floating components of the system. To eliminate this 
problem, an integral surface microphone/sonobuoy unit was designed for 
use during FLIPEX II. This unit consisted of a thick aluminum cap fitted 
into the top of a sonobuoy with the sonobuioy hydrophone cemented to a 
water repellent foam rubber pad sandwiched between the hydrophone and the 
cap. It was intended that this unit be streamed at the end of its own 
cable at such a distance that there would be no contact between it and the 


other floating units. 


D. CONSTRUCTION OF SONOBUOY CLUSTERS 

The objectives of the experiment indicated the use of as many under- 
water sensors as possible for sampling the underwater sound field. 
Available for use in the experiment was a Precision Instrument Inc. eight 
channel FM/AM tape recorder. For FLIPEX I, one channel was reserved for 
voice annotation; another channel for insertion of a tone to be eventually 
utilized as an on-off signal for analog to digital conversion of the data. 
Of the remaining six channels, two were to be used for recording the signal 


from the two surface microphones already described. Four underwater signal 
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channels remained. In order to provide flexibility in sampling various 
positions in the udnerwater sound field, it was decided that two clusters 
of three sonobuoys each would be employed. Each cluster would be indi- 

_ widually tethered to FLIP. ‘The three signals from the three individual 
sonobuoys would be conveyed to FLIP via a single Belden 8777 plastic 
covered cable, hereafter referred to as the "signal line", containing 
three pairs of twisted "Beldfoil" shielded pairs of 22AWG wire. Each 

pair will be referred to hereafter as line 1, 2, or 3. The clusters will 
be referred to hereafter as Clusters I and II. The constructtonal details: 
of each cluster were as follows: 

a) Two triangular aluminum frameworks were fabricated. Attached to 
each apex was a ring clamp having a diameter slightly larger than the 
Sonobuoy. One frame was clamped to the uppermost portion of the buoy 
cannisters. The other frame was clamped about six inches below the first. 
The upper frame included a bracket for attaching the tether to FLIP. 

b) Sandwiched between the frames was a triangular piece of styrofoam 
sufficient in size to provide the additional buoyancy needed. Inserted 
through a hole in the styrofoam was a watertight canntster containing 
the three transformers used to match the impedance of the sonobuoys to 
_that of the lines. 

c) Stretched between the antenna posts of two buoys was a white cloth 
marker bearing the number of the cluster for identification purposes. | 

A sketch of a fully assembled cluster appears in Fig. 3-2. Tethered 
to each cluster was a brightly colored 4 foot diameter "kiddy pool" used 


as a visual reference point by the helicopter pilots. 


e  SIGNAL LINE 
In order to provide some flotation for the signal lines, 


one inch polypropylene line was selected for use in tethering the clusters. 
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Fig. 3-2 


FULLY ASSEMBLED SONOBUOY CLUSTER 





to FLIP. A 300 foot length was available for Cluster I, 900 feet for 
Cluster II. The tether line was coiled on rotating drums to facilitate 
the movement of Cluster II with respect to Cluster I. Taped to the tether 
line was the 3 conductor shielded pair Beiden Cable used for the signal 
line. To ensure flotation of the tether/cable combination, three inch 
fishing floats were secured at intervals along the line. In order that 
there be sufficient tension to keep the line stretched out downwind frem 
FLIP, several thirty inch weather balloons inflated with a mixture of 
helium and air were attached to each cluster. 

The use of transformers at both the outboard and inboard end of the 
Signal lines was required for the purpose of impedance matching as well 
as to "float" the three data lines so as to prevent common grounding. 

The output impedance of the sonobuoy audio amplifier was found to be on 
the order of several hundred ohms. The input impedance of the tape 
recorder was found to vary between 10 and 50 kilohms depending on the 
input gain selection. Because of the loading effect on sonobuoy gain of 
such a large variation in load resistance, 100 k resistors were inserted 
in series with the tape recorder inputs. Triad TA-38 and TA-24 audio 
transformers were selected for the outboard and inboard ends respectively 
-Of the signal line . -~This selection resulted in a line impedance of 
approximately 1800 ohms and a voltage gain in the line varying from 14 dB 


at 20 Hz to 17 dB at 1 kHz. 


F. INSTRUMENTATION ON BOARD FLIP 

Instrumentation on board FLIP was all rack mounted ina anaes frame 
consisting of three nineteen inch wide bays. The frame was provided by 
Marine Physical Laboratory of Scripp's Institution of Oceanography and was 
designed specifically for use on board FLIP. Equipment mounted in the 


frame was as follows: 
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Input patch panels 

Eight channel tape recorder 
Four channel tape recorder 
Decade oscillator 

Output patch panel 

Two loudspeakers 

Audio amplifier 

B & K microphone power supply 
Two-trace oscilloscope 
One-trace oscilloscope 

VTVM 

UHF radio transceiver 


The use and, where applicable, the design of this equipment was as 
follows: 

1. Input Patch Panels 

As mentioned in the preceding paragraph, a 100 kilohm resistor 

was inserted in series with the input impedance of each tape recorder 
module. Some provision for measuring voltage attenuation across the 
resulting voltage divider was required. Accordingly an input patch panel 
having two BNC fittings with the 100 kilohm resistor in series between 
them was fabricated. The line output was connected to one BNC, the tape 
recorder input to the other BNC. The TA-24 transformer was also incor- 
porated into the patch panel. 


Schematically, the arrangement was as shown below in Fig. 3-3. 


re age egg Ey. 4, a 
LE saeen 100k / 
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1 | 1 
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Fig. 3-3 
SCHEMATIC OF TAPE RECORDER INPUT PATCH PANEL 
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Each patch panel consisted of three TA-24 transformers and three 
BNC pairs. There were two such panels fcr FLIPEX I, one to handle the 
input signals from each sonobuoy cluster.. For FLIPEX II, a third panel 
was added for the surface microphone channel. Prior to each experiment 
each tape recorder channel was calibrated. Tnis calibration included varying 
the tape recorder input gain, Ras so that. a certain input voltage Tevel 
produced an output voltage of 1.0 volt. (One volt was the limit for 
distortion-free recording.) The calibration voltage was inserted at 
BNC #2. It was made larger than the largest signal level anticipated. 
Changing R meant a change in the input voltage divider attenuation. 
Hence, once R. was set, a known signal level was inserted into BNC #1.. 
Then the voltage level at BNC #2 was measured and the attenuation computed. 
The foregoing procedures were carried out with the line disconnected from 
the sonobuoys. 
2. Eight-Channel Tape Recorder 
For FLIPEX I, channels 1 through 6 were used for sonobuoy signal 
recording. Channel 7 was used for voice annotation and channel 8 for 
insertion of a tone to be used later in controlling analog to digital 
conversion. For FLIPEX II, channels 1 tnrough 7 were intended for sono- 
-buoy signal recording; channel 8 for both voice annotation. and tone 
insertion. 
3. Four-Channel Tape Recorder 
Included as a back-up only for the eight-channel tape recorder. 
4, Decade Oscillator 
Used to provide the calibrating signal for calibration of the 


tape recorder. 
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5. Output Patch Panel 


Consisted of an eight position barrel switch connected to the 
outputs of the eight recording/playback modules in the tape recorder. 
This permitted rapid selection of data channels for audio and visual 
Signal monitoring. 

6. Loudspeakers 

One loudspeaker was connected through a universal audta trans- 
former to the headset output of the UHF transceiver. The other Toudspeaker 
was driven by either the output of the audio amplifier when being used for 
audio monitoring of the sonobuoy signals or driven by the output of the 
B & K microphone power supply when being used for a one-way tntercom. 

7. Audio Amplifier 

Connected to the output patch panel. Was used to drive one 

loudspeaker for audio monitoring of sonobuoy Signals. 
8. B & K Microphone Power Supply 

Used to drive a loudspeaker when a microphone was used for one 
way communication between FLIP's observation platform and the instrumen- 
tation space within FLIP. 

9, UHF Radio Transceiver 

Used for communications with aircraft involved in experiment. 

FLIP had no permanently installed UHF radio equipment on board. 
10. Oscilloscopes 

Used for visual monitoring of tape recorder input signals as well 

as actual recorded signal. 
VN 

Used for setting level of tape recorder calibration stgnal and for 

measuring attenuation across input voltage divider. Also used for ensuring 


that signal level being recorded dic not exceed 1 volt rms which was the 


upper limit for distortion free recording. 
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IV. CONDUCT OF EXPERIMENTS 


A. GENERAL 

To achieve the objectives set forth in Section I, the ocean experi-- 

ments were designed to obtain the following data: 

1. Helicopter noise levels at the air water interface and at several 
points in the underwater sound field separated both hortzontally 
and vertically. 

2. Root mean square ocean surface waveheight. 

This section is devoted to a description of the manner in which these 


data were obtained. 


B. HELICOPTER NOISE LEVEL MEASUREMENT 

Section III contains the details of the design and construction of 
the system components used in recording helicopter noise levels. A plan 
view showing the positioning of the two sonobuoy clusters with respect to 


FLIP is shown in Fig. 4-1 below. 
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Fig. 4-1 
PLAN VIEW OF EXPERIMENT ARRANGEMENT 


The position of Cluster I was maintained at a distance of approximately 


300 ft. from FLIP throughout all experiments. It was intended that the 
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position of Cluster II be varied from one experiment to another so that 
transmission at various grazing angles could be obtained. This was done 
quite effectively during FLIPEX I. It was prevented during FLIPEX II by 
tangling of the cables in the water. Fig. 4-2 shows the surface micro- 
phone positions and hydrophone depths for both FLIPEX I and FLIPEX IT. 

As discussed in Section III, the surface microphone unit designed 
for FLIPEX II was to be streamed at the end of its own cable. This unit. 
failed immediately upon immersion in the water due to a Teaky connection 
in the signal line. As a substitute surface microphone, the ieee 
hydrophone, shown as a dashed line in Fig. 4-2, was retrieved and placed 
in the kiddy p01. This arrangement provided a microphone at the air- 
water interface and, except for surface wave noise, functioned very 
effectively. 

The compilation in Fig. 4-3 shows the sonobuoys by serial number 
which were used, the cluster in which they were located, the line to 
which they were connected and the tape recorder channel used for recording 
their signals. 

At the outset of FLIPEX I it was intended that all data be collected 
during helicopter hovers. However, two factors prevented this from being 
__done. _First the helicopter pilogs experienced considerable difficulty 
in maintaining the position of their aircraft directly overhead a visual 
reference point particularly at higher altitudes (e.g., 600 feet). 
Secondly, due to safety considerations, the helicopter could not hover at 
altitudes between 50 feet and 500 feet. A hover at an altitude below 


50 feet resulted in a great amount of sea surface disturbance which was 


‘Grazing angle refers to the angle shown in the first sketch of Fig. 4-2. 
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Fig. 4-2 
SIDE VIEW OF EXPERIMENT ARRANGEMENT 
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unacceptable for this experiment. Consequently it was decided to have 
the helicopter make slow (approximately 5 knot) passes over the sonobuoy 
clusters. Position accuracy was excellent using slow passes and the 
passes could be conducted at any altitude. 

Figure 4-1 shows the sonobuoy clusters streaming downwind. This was 
generally the case since FLIP's drift direction is determined by sub- 
Surface currents which were usually in a direction opposite to that of 
‘the wind. The only exception to this was during a shift tn wind direction 
on the morning of 18 August. The clusters streamed upwind during Experi- 
ment 11, and generally crosswind during Experiments 12 through 14. 

In Appendix B each experiment conducted during FLIPEX I and FLIPEX IT. 
is described in detail. Included in eacn description are: 

1) Specific purpose of experiment 

2) Date and time of experiment 

3) Helicopter altitude 

4) Type -of run (hover or pass) 

5) Duration of hover or number of passes 

6) Position of run with respect to clusters 
7) Cluster separation 


—~ 8) -Remarks 


C. SURFACE WAVE MEASUREMENT 

Under the direction of Dr. Russ Davis of Scripps, time series wave 
height variations were recorded during both FLIPEX I and FLIPEX II. 
Whenever possible, such data were taken simultaneously with helicopter 
noise data. During FLIPEX I, wave data were recorded using four wave 


probes and a Vibrotron pressure transducer. During FLIPEX II, four wave 
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Fig. 4-4 
POSITIONING OF WAVE PROBES 
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probes were used. The positioning of these devices 1s shown in Fig. 4-4. 
Wave probe positions are shown by their letter designations. 

Surface wave frequency spectra were generated by transforming the 
wave height variation time records for each device. Then mean square 
wave heights for several wave period ranges were obtained by integration 
of the frequency spectra over appropriate frequency ranges. This processing 
was carried out at Scripps. Difficulty with the wave probes was experienced 
during FLIPEX I. Hence mean square wave heights provided by the Vibrotron, 
only, were considered valid. Mean square wave heights for FLIPEX I and 


FLIPEX II are compiled in Appendix D. 
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V. DATA ANALYSIS 


A. GENERAL 

The helicopter noise spectrum is characterized by discrete frequency 
components, due to rotor passage rates, enbedded in or protruding above 
the broad band spectrum of engine and aerodynamic noise. The entire noise 
output is time-variable, principally because of the turbulent medium 
through which it propagates. 

Three techniques were considered for analysis of the helicopter noise 
data. They were as follows: 

1) Correiation analysis utilizing the several discrete frequency 
components known to exist below 126 Hz [5]. 

2) Analog analysis in which the taped signal would be narrow band 
filtered and integrated in a wave analyzer, the output being plotted 
to determine average mean square noise level. 

3) Conversion of analog information to digital form followed by digital 
processing to obtain high frequency resolution power spectral densit— 


ties for each recorded signal. 


B.- CORRELATION ANALYSIS 

Correlation analysis using the several discrete low frequency compo- 
nents identified in Ref. 5 was attempted using a Princeton Applied Research 
Inc. Model 101 Correlation Function Computer. The first step of the 
procedure was to cross-correlate the surface microphone signal, Ay» with 
the hydrophone signal, As at some depth. Both inputs to the correlator 
were narrow band filtered by General Radio Type 1564A Sound and Vibration 


Analyzers about the discrete frequency of interest. It was found that 
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considerable long term (of order 10 sec) time variation existed in the 
amplitudes, A, and A» of these discrete components. It is assumed that 
this was due to drift in helicopter hover position. This meant that the 
amplitude of the sinusoidal cross-correlation function, Cio(t), was also 
time varying and at any point in time was equal to (Ai A2) (Zao te 
i, is the time weighted average of <he product ATA taken over 
the 20 second integration time of the correlator. By plotting the rms 
value of the sinusoidal cross-correlation function over a long period of 
time as could be done with a hover, a reliable average value of (Ry 
could have been obtained. However it was determined that position 
keeping problems with the hovers at altitudes greater than 500 feet 
precluded their use except over the short periods of time during which 
they were actually directly overhead the surface microphone. In the 
course of this study, an experiment was conducted in which the short term 
variation of the 1/10 th octave filtered surface microphone and hydrophone 
Signals were plotted side by side on a strip chart. There was no visual 
correlation between the short term variations shown by the two graphs. 

If a reliable average of <AApy could have been obtained, a second 
step in the analysis might have been to auto-correlate the narrow band 
filtered surface microphone signal and obtain C(Q) which is the value 
of the auto-correlation function with zero time delay. Assuming a signal 
to noise ratio of at least 10 dB, C(0) equals the mean square signal 
voltage (or power) in the signal (where averaging is done over the inte- 
gration time of the correlator). However in the frequency range where 
the discrete frequency components exist, the signal to noise ratio was so 
poor for the surface microphone as well as the submerged hydrophones that 


C(O) did not represent helicopter noise power. 
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An alternative correlation technique suggested by the above problem 
was to examine the auto-correlation function which has the following form 


for a discrete frequency embedded in narrow band random noise: 


C(T) 
WM Nvinnn anne => 
jyyquueeeeres 


A' in this case is the helicopter noise power in the band. This type 
function was indeed observed. The problem was the time variation of A’ 
which could be observed on the oscilloscope. No simple means was available 
for picking off A' and plotting it over a period of time to obtain an 
average. 

Faced with the foregoing problems, a correlation analysis using 
analog inputs was abandoned. If a correlation analysis had been conducted 
successfully, the results would have had application limited to only a 


very narrow range of very low roughness (R < 0.1). 


C. ANALOG NOISE ANALYSIS 

~ Preliminary analysis of the recorded data indicated that the signal 
to noise ratio of helicopter noise over ambient noise was in eee of 
5 dB for the noise spectrum between 100 Hz and 1000 Hz. 

The frequency range 100 Hz to 1000 Hz corresponded to a roughness. 
range of approximately 0.05 to 4.0 for the typical sea surface encountered 
during the experiment. Hence it appeared that this frequency range was 
entirely adequate for investigating the effect of a broad range of surface 


roughness on transmission and for comparison with theory. To obtain a 
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good distribution of roughness values, the following frequencies were 


selected for analysis: 


105 Hz - 464 Hz 
es Oz 500 Hz 
200 Hz 9 eZ 
256 Hz 700 Hz 
SO ORiiz 802 Hz 
345 Hz 900 Hz 
SS /enZ 950 Hz 
425 Hz 975 Hz 


Because of the rather steep frequency response of the sonobuoy audio 
amplifier/signal line combination (approximately 5 dB per octave), a 
narrow bandwidth of 10 Hz was selected for the analysis. 

The analysis utilized a Hewlett Packard Model 3590A Wave Analyzer 
with a Model 3594A Sweeping Local Oscillator Plug-In. To expedite Tfre- 
quency band center changes, a General Radio Type 1163A frequency synthesizer 
was used as an external local oscillator for the wave analyzer. The 
logarithmic output of the wave analyzer was used as the vertical input 
to a Varian Model F-100 X-Y Recorder. A block diagram ‘of the system is 


Shown in Fig. 5-1. 
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Equipment settings were as follows: 


‘Tape Recorder 
Tape Speed: 3./75 ips 
Output Cut-off: 1 kc 
Wave Analyzer 
Max. Input voltage: | 
Absolute/Relative Switch: ABSOLUTE 
Meter: LIN DB 
Mode: RESTORED 
Auto/Manual Selector: AUTO 
Bandwidth: 10 
Response Time: SLOW 
Frequency Range: EXT L.O. 
Frequency Synthesizer 


Frequency set to 1280 kHz plus desired frequency band 
center 


X-Y Recorder 
Horizontal Range: 50 sec/in 
Vertical Range: 1 v/in 


This arrangement was particularly useful for analyzing and displaying the 
helicopter passes since the resulting plot showed the ambient noise levels 
before and after each pass as well as the total noise during each pass. 
A series of plots made for several frequencies using a typical. helicopter 
pass appears in Fig. 5-2. The large time variation in rms Tevel even with 
the slow response time of the wave analyzer is evident. Considerable 
smoothing of the presentation would have been possible by playing the 
tapes back at 37.5 ips and translating the band center frequencies up by 
a factor of 10. However when this was done, the wave analyzer's response 
time was too slow for the helicopter passes and the rms output Tevels were 
too low. 

Signal levels for the helicopter passes were determined by taking an 


eyeball average of the time variations across the peak of the pass. 
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Ambient noise levels between passes were determined in the same way. 
Since the plets represented rms levels in dB, this eyeball average of 

dB levels was something less than the true average rms voltage level. 

The error here was on the order of 0.5 dB. Since the time variation 

was about tne same for the surface microphone as it was for the submerged 
hydrophones, this error canceled itself out when computing transmission 
loss. Sound levels for each frequency for each pass for each hydrophone 
read as above corresponded to helicopter plus ambient noise voltage 
levels. To obtain helicopter signal levels, the ambient noise levels 
were subtracted off using Appendix II of Reference 6. 

Signal levels at the hydrophone were than determined using the cali- 
bration conversion curves shown in Appendix A for converting analog 
voltage levels in dB (re 1 volt) to actual acoustic levels in dB (re 
1 ubar). 

Signal levels for the surface microphone were, assuming the validity 
of the Kirchhoff assumption, 6 dB higher than actual incident signal 
level. Transmission loss has been defined as 20 times the logarithm 
of the ratio of incident pressure to pressure at a point in the under- 


water field. Accordingly surface microphone signal levels obtained from 


~-the plots were reduced by 6 dB before transmission loss from the surface 


to each hydrophone was computed. It was not surprising, then, to find 
that transmission loss in dB was usually negative for the hydrophones at 
depths shallower than 50 feet. It should be pointed out that the fact 
that pressure doubling occurs at a smooth surface has been obscured in 
some textbooks by the emphasis on the sound intensity which decreases 


at the interface. 
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D. COMPUTER ANALYSIS 
A computer analysis of the data was deemed very destrable because 
of the high frequency resolution available, the capability for corre- 
lation using low frequency discrete components, and the great time 
Savings when compared with the analog analysis techniques. This analys7s 
has proceeded in parallel with the analog study, but unfortunately has 
lagged to the point that no digital information is available at the time 
of this report. 
The sequence of operations involved in the computer analysis 7s as 
follows: 
1) Multi-channel Analog to Digital Conversion of samples of ambient 
noise as well as helicopter signal in presence of ambient noise. 
2) Interface conversion of digital tapes to format compatible with 
IBM 360 digital computer. 
3) Fast-Fourier Transform of data to obtain power spectral densities 
of helicopter noise plus ambient noise, and ambient noise. 
4) Subtraction of ambient noise power from helicopter noise in 
presence of ambient noise power to obtain helicopter noise power.. 
5) Division of surface microphone helicopter noise power by helicopter 
noise power at each hydrophone to determine transmission loss 


between the surface and the hydrophone at all frequencies. 


The analog to digital conversion was carried out using the COMCOR 
Ci-5000 Analog Computer and SDS-9300 Digital Computer in the hybrid 
computer facility operated by the Electrical Engineering Department 
(Spanagel 500) at NPS. Four data channels were sampled simultaneously 
at a sampling rate of 2000 samples/sec. To ensure against aliasing, low 


pass filters with cut-off set at 800 Hz were used at the outputs of the 
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tape recorder channels. The frequency response of the tape recorder/ 
filter combination is shown in Fig. 5-3. 

Interface conversion of digital tapes involved taking the BCD format 
tapes which are produced by the SDS-9300 digital computer and rewriting 
in EBCDIC format for use on the NPS Computer Center's IBM 360/67 digital 
Computer (Ingersoll Hall, NPS). The decision to us the IBM 360 for the 
Fast Fourier Transform analysis instead of the SDS-9300 was based on the 
greater memory capacity and tape handling ability of the IBM 360. 

The program which was written for Fast Fourier transforming of the 
four data channels was a direct adaptation of that developed by Wilson, 
Boston, and Denner of NPS [7]. It involves the determination of Fourier 
coefficients for contiguous blocks of data. The block length selected 
was 1.024 sec resulting in frequency resolution of 1/1.024 Hz. 

Ambient noise power spectral densities are averaged over all blocks.. 
These averaged densities are then subtracted from the power spectral 
densities for each block of helicopter noise plus ambient noise. The 
result is the helicopter noise power spectral density for each block. 

The ratio of surface microphone helicopter noise power and hydrophone 
-helicopter noise power is taken for each block and the ratios averaged 
over all blocks. These averaged ratios are then adjusted using the hydro- 
phone sensitivities, and sonobuoy signal line frequency response to obtain 
transmission loss for each frequency. 

The foregoing described the programming involved in the continuing 
computer analysis. At the time of this writing, first analyses appear 
to be consistent with the analog analysis and analog to digital conver- 


Sion of additional data is in progress. 
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Nl. DYSCUSSIN 


A. GENERAL 

Although there was ample information recorded on the experiment tapes 
to determine transmission loss for off-normal points in the underwater 
sound field, it was decided that, due to time considerations, only trans— 
mission loss to points directly beneath the sound source would be 
determined for inclusion in tnis thesis. 

Using 10 Hz bandwidth samples of helicc-er noise centered at the 
frequencies listed in Chapter V, Section ¢, jo spectra were 
determined for the incident signal at the surface as well as for the 
Signal recorded at each underwater hydrophone for Experiments 11, 16, 
and 1/. For broad band noise the 10 Hz bandwidth noise samples were 
converted to pressure spectrum levels in dB (re 1 pbar) by subtracting 
10 dB. Using the results of the limiting experiment (Appendix G), a 
small correction factor was applied to compensate for occasional limiting 
of the sonobuoy audio amplifier which occurred during the experiments... 
The incident signal spectrum was obtained by subtracting 6 dB from levels 
recorded by the surface microphone, i.e., the Kirchhoff approximation was 
invoked. 

The underwater data selected for analysis were provided by the three 
hydrophones of Cluster I. The helicopter either hovered or made passes 
over Cluster I in all three experiments. Since the surface microphone 
was adjacent to Cluster II, it was not directly beneath the helicopter 
for these experiments. However, study of surface microphone levels during 
Experiment 20 showed that this additional propagation range did not result 


in any measurable decrease in signal level at any frequency.. 
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Helicopter noise spectra (relative to an arbitrary Tevel in dB) appear 
in Appendix E. A smooth curve has been faired through the data points 
which exhibitea some scatter largely due to error in "eyeballing" the 
mean noise levels from the plots. The absolute helicopter noise spectra 
are on file with Dr. H. Medwin, Physics Department, Naval Postgraduate 
School. 

Transmission loss for a point in the underwater sound fteld has been 
Pe inedwas follows: 


Ye ode 


Dp [Wai rl aL 902 KZ ES, 
TL = 20 log -- Imyerse Sqva 
Zt 


Where Piz = incident rms pressure amplitude at the 
Surface below the source 
Poy = transmitted rms pressure amplitude at a 


point in the underwater sound field 


As discussed in Chapters I and II, TL is the sum of two losses: 
TL, which is transmission loss due to spreading attenuation and impedance 
mismatch at the anitstieo) and TL, which is transmission loss due to tie 
rough surface effect. The dominant contribution to transmitted intensity 
at a point in the underwater sound field at low roughness, R < I, is from 
—.. the coherent component of transmitted pressure. For this region of raugh- 
ness, theory predicts TL, = 20 log ab . At higher roughness, the 
incoherent component of transmitted pressure is expected to dominate. 
From preliminary theoretical work done by Medwin at NPS, it is expected 


that TLp will be a decreasing function of frequency for 1<R<4, 


increasing again for R > 4. 
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B. RESULTS AND CONCLUSIONS 

Transmission loss for the Cluster I hydrophone positions for Experi- 
ments 11, 16 and 17 (See Figs. 6-2, 6-3, 6-4) was obtained for each 
analysis frequency by taking the difference between the tncident pressure 
spectrum and the transmitted underwater pressure spectrum. Transmission 
loss in dB is plotted against R on linear paper. Theory predicts that 
for R< 1 this plot will be a straight line of slope R ( 10 logy e).. 
A line having this slope is shown for comparison on the plots. 

The transmission loss plots show that as roughness increases there is: 
ah increase in transmission loss for R< 1 and a general decrease in 
transmission loss for 1 <R <4. These results are entirely consistent 
with predictions from existing rough surface theory. The slopes for that 
portion of the plots corresponding to R< 1 show a roughness dependency 


0.26R 2.0R 
e e 


varying from to 


el TSR. 


with a mean dependency for all plots of 
The maximum transmission loss pcint which for most plots occurs 
at R= 1 is consistent with theory and shows the value of roughness for 
which the incoherent contribution of transmitted intensity begins to 
dominate in its contribution to mean square transmitted pressure. It may 
be noted in several plots that at roughness approaching 4.0 there appears 
to be a leveling off and in some cases an increase of transmission loss 
(downswing on the plots). This may be accounted for by reference to the 
scattering function S(g) evaluated by Medwin [2] which appears as S(R) 

in the plane wave transmission theory of Hagy [1]. This function displays 
a rapidly changing slope in the region 2<R< 4. It is Tikely that S(R) 
will appear in the incoherent term of the expression for mean square 


pressure when the theory is developed for a point source. 
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C. VALIDITY OF COMPARISON OF EXPERIMENTAL RESULTS WITH THEORY 

There is considerable apparently random variation in the slopes of 
the plots as well as the value of roughness corresponding to maximum 
transmission loss. This is not surprising for two reasons: 1) Rotor . 
induced turbulence under the helicopter caused the sound field at the 
air-water interface to vary with time and position, i.e. the field was 
non-stationary and inhomogeneous; 2) the interface itself was a statis- 
tically rough surface. It should be expected, then, that the transmission 
loss obtained for one pass of approximately ten seconds duration would 
differ from that of another similar pass. Also to be constdered is the 
error generated by "“eyeballing" the plots of time-varying rms band levels 
as well as the inherent difficulty in taking the difference between two 
plots particularly in regions where the slopes are steep. The importance 
of the data, however, is that the trends in-transmission loss as a function 
of roughness predicted by theory are unmistakably confirmed. 

In the processing of data, the Kirchhoff assumption was invoked when 
6 dB was subtracted from surface microphone spectrum levels to obtain 
incidence spectrum levels. The criterion for application of the Kirchnoff 
assumption in terms of the surface correlation length, L, is that L must 

—.be greater than the acoustic wavelength, ». In Appendix E, the roughness 

corresponding to L/d. = ] (where do is the wave length in water) was 
calculated. The result suggests that the Kirchhoff approximation was 
violated for most of the experimental data. However it must be kept in 
mind that the use of do instead of dy here may not be appropriate. 
Furthermore the correlation length, L, utilized here is based on the decay 
of a Gaussian form correlation function and is thus smaller than that 


which would be obtained using the decay of the real correlation function 
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envelope. L based on the latter is quite possibly more valid. Hence 

the test in Appendix E represents the “worst case" and may be far too 
stringent. It does however certainly suggest that pressure may not have 
doubled at the interface and that incident pressure level may have been 
greater than that obtained by subtracting 6 dB from the measured pressure 
level at the surface. This may partially account for the discrepancy 

at very low roughness between observed transmission loss and that pre- 
dicted by the smooth surface point source theory of Section II. 

The smooth surface theory of Section II assumed a point source and, 
accordingly, spherical spreading in air. The difference between surface 
microphone noise levels for Experiment 16 (helo altitude 300 feet) and 
Experiment 17 (helo altitude 600 feet) was taken for several analysis 
frequencies. The results compiled below are far from the simple 6 dB 
difference that might have been expected and suggest tnat the effective 


“point source" of the sound was at some height above the helicopter. 


Band Center Frequency (Hz) 


150 200 300 500 700 900 
ae: 0 1.4 20 253 3.1 
Fig. 6-1] 


DB DIFFERENCE IN SURFACE SPL FOR SOURCE AT 300 FT. COMPARED WITH 600 FT. 


This implies that in order to use the derived expression for TL. a virtual 
altitude H' corresponding to observed spreading must be used in place of 

H. Since H' > H , predicted smooth surface transmission loss would be 
decreased. This may also partially account for the discrepancy at very 
low roughness between observed transmission loss and that predicted by 


smooth surface point source theory. 
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VIT. RECOMMENDATIONS - 


Recommendations for continued work in this area for accomp!ishment 
at NPS are as follows: 

1) Analysis of surface microphone noise for all sections of FLIPEX 
II tape for which distance from the surface microphone ta heltcopter is 
known. Such data could be used to determine the radiation pattern of 
the helicopter in air in particular so as to establish a virtual altitude 
H' for use in the TL. expression derived in Section II. 

2) Continuation of the computer analysis described in Section D of 
Section V. In addition to providing accurate high frequency resolution 
transmission loss values for all points in the underwater field using 
the technique outlined in Section V, the computer should also be utilized 
for cross-correlation of the low frequency components of surface micro- 
phone and hydrophone noise. The low signal to noise ratio which exists 
at frequencies below 100 Hz suggests that this technique coupled with 
autocorrelation of the surface microphone noise may be the only method 
for getting at transmission loss for frequencies below 100 Hz. 

3) Continued analog analysis of other data using the technique 
described in Section C of Section V. 

4) Experimentation utilizing a laboratory model similar to that used 
by Hagy [1], but employing a point source having a good frequency response 
over the range 1 kHz to 100 kHz. With such a model, the validity of the 
Kirchhoff approximation could be thoroughly investigated, the smooth sur- 
face theory developed in Section II verified, and transmission loss due 


to surface roughness accurately determined. 
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5) Development of a rough surface theory adequate for predicting 
transmission loss associated with transmission from a point source in air. 
6) Development of a rough surface theory that will predict trans- 


mission loss for the case L < i, 
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APPENDIX A CALIBRATION 


1. GENERAL 

In order to accurately determine transmission loss at the air sea 
interface as well as to determine absolute intensity levels at points in 
the underwater sound field of the helicopter, calibration of the sono- 
buoys, signal lines, tape recorder and analysis equipment was required. 
In this section, calibration procedures for system components utilized 
during the experiments will be presented. Calibration of analysis equip- 


ment will be discussed in the section on data analysis. 


2. HYDROPHONE CALIBRATION 

For each of the AN/SSQ-57 sonobuoys used in the experiments, hydro- 
phone/preamolifier sensitivity and frequency response of the hydrophone/ 
preamplifier/audio amplifier combination were obtained from NADC, Johnsville. 
As mentioned in the section on experimental equipment, those hydrophones 
in sonobuoys designated for measurements at depths greater than 95 feet 
had to be replaced by AN/SSQ-41 hydrophones for which hydrophone/pre- 
amplifier sensitivities were not available. This meant that a procedure 
for obtaining hydrophone/preamplifier sensitivity was required. An 
Underwater Sound Reference Laboratory G-19 Calibrator was utilized for 
this calibration. This device employs an open ended vertical cylindrical 
water column with an electrmagnetic Griver mounted in the a A 
comparison technique was used in which an AN/SSQ-57 calibrated sonobuoy 
hydrophone of known sensitivity was located in the calibrator alongside 
and at the same depth as the hydrophone to be calibrated. SPL at hydro- 
phone depth was determined using the reference hydrophone by means of the 


following expression. 
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SPL = VL -G- SL 


where VL = Voltage level at the output of the audio amplifier 
in dB : 
G = Gain of the audio amplifier in dB 
SL = Sensitivity of the hydrophone in cB 


(re 1 volt/yubar) 


Then the sensitivity of the unknown hydrophone was determined using the 
above expression where SPL was known, VL of the sonobuoy with the unknown 
hydrophone was observed and gain was known. Since the sensitivity of the 
hydrophone was known to be flat for the frequency range of interest, 
30-1000 Hz, the calibration procedure was carried out at one frequency 
only within this range (specifically 440 Hz). 

The block diagram in Fig. A-l shows the equipment arrangement for 


this calibration procedure. 


soe ANALYZER 
nee 
- . |_0-ScoPE| 


pc pwRHO-! v a Ee SB 
SUPPLY} 10. Ty [DC -PUR 


SUPP Y 


Hydrophones POWER 
AMPLIFIER 


SIGNAL 
GENERATOR 


Fig. A-1 
BLOCK DIAGRAM FOR HYDROPHONE CALIBRATION 
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The use of a DC power supply in lieu of the salt water actuated 
battery contained within the sonobuoy was made possible by means of a 
2 conductor cable fitted with a 9 pin connector which was inserted in 
the test plug at the top of the sonobuoy. The power supply was connected 
in this way to pins 3 and 1 of the test plug. Pins 8 and 9 were shorted 
together in the connector in order to maintain electrical contact between 
the hydrophone/preamplifier line and the input to the audio amplifier. 

The Gain of each buoy at 440 Hz was determined by injecting a sinu- 
soidal signal into the input of the audio amplifier and measuring the 
aecpue, 10 facilitate tnis, 4 second 4 conductor cable fitted with a 
9 pin connector was inserted in the test plug at the top of the sonobuoy. 
Two of the conductors provided DC power (pins 3 and 1); the other two 
provided the AC input signal. By inserting the input signal across pins 
9 and 1 the signal was introduced at the input of the audio amplifier. 

As a check on the system, several hydrophones of known sensitivity 
level were calibrated. In all cases the sensitivity obtained was within 
0.5 dB of the value provided by NADC. A compilation of hydrophone sensi- 
tivity levels in dB (re 1 volt/ybar) either provided by NADC or obtained 


by the above procedure is shown in Fig. A-2. 


eee ae PEPPER Ar 
Sonobuoy Ser. Sensitivity Level Sonobuoy Ser. sensitivity Level 
6 -/1.0 16 -/3.0 
5 -/2.0 / -71.5 
2 -82.9 10 -67.1 
14 -/1.5 . 14 =/l50 
12 -/2.0 3] -/3.0 
30 -84 1] 6 -68.0 
Fig. A-2 


COMPILATION OF HYDROPHONE SENSITIVITY LEVELS 
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3. AUDIO AMPLIFIER FREQUENCY RESPONSE 

Frequency response data for the hydrophone/preamplifier/audio ampli- 
fier combination in each sonobuoy were provided by NADC. It was given 
in dB relative to the gain at a reference frequency of 440 Hz. The 4 
conductor test cable described in the last paragraph was used witn the 
9 pin sonobuoy test plug to verify this data by inserting a signal tone 
at the input of the audio amplifier and reading the output. The block 
diagram in Fig. A-3 shows the equipment arrangement for carrying out 


this procedure, 


ee output of 
yo audio Amplifier 


DC POWER LORIeVoles 
SUPPLY WAVE 
ANALYZER 


SIGNAL 
GENERATOR QO-SCOPE 


To input of 
Audio Amplifier 


Figs A= 
BLOCK DIAGRAM FOR VERIFYING FREQUENCY 
RESPONSE OF SONOBUOY AUDIO AMPLIFIERS 


A wave analyzer with a bandwidth of 10 Hz was utilized because of the poor 
signal to noise ratio of the sonobuoy output at low frequencies (below 
100 Hz). 
A compilation of audio amplifier frequency response data referenced 
to the gain in dB at 440 Hz is provided below for each sonobuoy used in 


BetPeEA 1 and FLIPEX if. 
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Frequency (Hz) 


Sonobuoy 
Ser. 30 _50 100 200 300 440 500 _1K_ 
2 -17.8 -14.6 -10.0 -5.7 -3.0 0 0:9 Gi 
5 -17.5 -14.5 -9.6 -5.4 -2.6 0 ea) a 
6 -18.7  -15.5 -10.4 -5.8 -3.0 0 0.8 6.0 
7 -17.1 -14.1 -9.3  -5.4 -2./ 0 Oe Da, 
10 -18.2 -15.0 -10.0 -6.0 -3.0 0 ile bie 
eZ -17.3 -14.0 -9.7  -5.2 -2./ 0 1.0 5.9 
14 -17.5 -14.4 -9.5 -5.5 -3.0 0.8 be] 
16 -19.0 -15.5 -10.4 -6.0 -3.0 1.0 6.4 
30 -17.5 -14.3 -9.6 -5.6 -2.8 0 eae 6.6 
3] -16.2 -13.4 -8.9 -5,.4 -3.6 0 -0.] Sa 
Fig. A-4 


COMPILATION OF SONOBUOY AUDIO 
AMPLIFIER FREQUENCY RESPONSE DATA 


Agreement of the above data with that provided by NADC was within +1.0 dB. 
Note that in the equipment arrangement for obtaining these results, the 
output of the sonobuoy was loaded with essentially an infinite impedance. 
During the experiments at sea, loading was approximately 1800 ohms. How- 
ever variation in electrical load on the sonobuoy was observed not to vary 
the relative frequency response even though absolute gains were of course 


effected. Hence the above results were considered valid. 


4, LIWE FREQUENCY RESPONSE 
Since the two transformers used at either end of each line had a non- 
flat frequency response, it was essential to obtain frequency response 


data for each line. The gain of each line was obtained for the same 
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frequencies used in obtaining audio amplifier response. The equipment 
arrangement simply involved a signal generator providing a signal at the 
sonobuoy end of the line with two VIVM's reading voltage levels at either 
end. A compilation of line frequency response data referred to the gain 


in dB at 440 Hz is provided in Fig. A-5 below. 


Frequency (Hz) 


30 50 100 200 300 440 500 1K 


CRISTER I 
Line ] -1.6 -0.8 -0.3 -0.1 0 0 0 0.1 
Line 2 =)).8 -0.8 -0,.3 -0.1 0 0 0 0.1 
Line 3 -1.5 -0.9 -0.3 -0.1 0 0 0 0.1 

CLUSTER II 
Line |] -1.8 -0.9 -0.3 0 0 0 Onn OZ 
Line 2 -1.5 -0.8 -0.2 0 0 0 0.1 O72 
0 0 0.1 


Line 3 -1.6 -0.9 -0.3 -0.1 -0.1 


Fig. A-5 | 
COMPILATION OF SIGNAL LINE 


FREQUENCY RESPONSE DATA 

5. TAPE RECORDER CALIBRATION 

As mentioned in the section on system design and construction, a 100 K 
resistor was placed in series with the tape recorder input so that changes 
in the input impedance of the tape recorder (which result when adjusting 
tape recorder input gain) would not appreciably change the loading of the 
sonobuoy and signal line. The arrangement was as shown in Fig. A-6. 
Calibration of the Precision Instrument Tape Recorder Model PI-6200 used 
in the experiment involved the setting of the input gain adjustment such 


that an input signal of some level would be recorded on tape as 1.0 volt 
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| 
100 kK | 
ao : A B : = T/R input impedance 
TA-24 | 
TRANSFORMER 


Tape Recorder 


Fig. A-6 
SCHEMATIC OF TAPE RECORDER INPUT CIRCUITRY 


which is the distortion free limit of the tape recorder. The input 
Signal usually selected for this calibration, 15 dB (re 0.775 volt), was 
larger than the largest signal levels anticipated during the experiment. 
Because of the voltage dividing action of the 100 K resistor and the tape 
recorder input impedance, an adjustment of the input gain changed the 
voltage attenuation from point A to point B. It was necessary that this 
attenuation be measured. To permit this, BNC connectors were installed 
at points A and B in an input patch panel. “Once each channel of the tape 
recorder was calibrated to its 15 dB input level, the voltage levels in 
dB at points A and B were read and the attenuation determined. A compila- 
tion of input attenuations recorded for both FLIPEX I and II is shown in 


Fig. A-7. 


oe oYSTEM GAIN 

It was essential that the gain for the entire system (i.e., sonobuoy 
audio amplifier and line) be obtained just before the experiment with 
the sonobuoys and lines matched up and the lines properly loaded with the 


tape recorder. This was done using a 440 Hz tone introduced at the input 
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Tape Recorder INPUT ATTENUATION 


Channel Number PEE 1 FLIP ES i 

BUSTER I 

Line ] 1 We Oe 

Line 2 5 Tr Te 

Line 3 5 TOES 10.4 
CLUSTER II 

Line 1 2 PGno bOGo 

Line 2 ‘ 11.0 10.6 

Line 3 6 10.7 oR 

Fig. A-7 


COMPILATION OF TAPE RECORDER INPUT ATTENUATIONS 


of the audio amplifier using the test plug. (A 10.1 volt external DC 
voltage was also applied to the test plug as discussed earlier.) The 
output of the line (point A in the schematic of Fig. A-6) was recorded. 
Tape recorder calibration was accomplished before these readings so that 
line loading would be correct. A compilation of system gains (relative 
to an arbitrary level in dB) obtained in this way is shown in Fig. A-8. 
Note that the assignment of sonobuoys by serial number to specific lines 
may be determined in this compilation. The absolute system gains are 


on file with Dr. H. Medwin, Physics Department, Naval Postgraduate School. 


7. SYSTEM CALIBRATION CURVES 
It was desired that a plot be obtained which would enable the experi- 


menter to convert voltage level in dB on the data tapes to sound pressure 
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ene FLIRE KI 


Sonobuoy System ~° Sonobuoy System 
Ser eNO: Gain _ Ser. No. _Gain_ 
CLUSTER I 
Line ] 6 WO.Z 16 12.0 
Line 2 5 10.8 7 12.4 
Line 3 Z a Clys 10 14.4 
EMUSIER Ii 
Line |] 14 10.3 14 11.6 
Line 2 i 10 3] el 
Line 3 30 SG 6 10.6 
Fig. A-8 


COMPILATION OF SONOBUOY/LINE SYSTEM GAINS 


level at the sonobuoy hydrophone. All data presented in the first six 
sections of this appendix were used to obtain such plots. 

The following sample calculation for sonobuoy #16 used during FLIPEX 
II shows how these plots were obtained. | 

a) Sonobuoy #16 was connected to Cluster I, line 1, which provided 
input to tape recorder channel 1. } 

b) For channel 1 of the T/R, 15 dB (re 0.775 v) input corresponded 
to 1.05 volt or 0.1 dB (re 1.0 v) on tape. Hence 14.9 dB (re 0.775 v) 
corresponded to 0 dB (re 1 v) on tape. 

c) Input attenuation = 10.3 dB. Hence an output level of 14.9 + 
10.3 dB = 25.2 dB (re 0.775 v) from the signal line corresponded to 
(rab on tape. 

d) Now, for 440 Hz, this level of 25.2 dB out of the signal line is 


converted to SPL (relative to an arbitrary level in dB) at the hydrophone: 
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SP es = net SEeanGy ree 


257.2 en =d 305 1220) een 


84.0 dB (re 1 ubar) 


where G is the relative system gain measured just prior to the 
experiment. 


So 0 dB VL (re 1.0 volt) at 440 Hz may be converted to 84.0 dB (re 1 ubar) 
SPL. 

e) What remains to be done is to determine this conversion for other 
frequencies in the range of interest. This was done by combining the 
frequency responses of the pOnontCy audio amplifier and the appropriate 
line with the gain at 440 Hz as a reference. This relative system 
response was then applied to the 440 Hz conversion factor obtained above 
to determine the conversion factors for any frequency. The table below 


Summarizes this calculation: 


Frequency (Hz) 


ppm pm er em ei ei ee Se ee eee 


Line resp. -1.6 -0.8 -0.3 -0.1 0 0 0 Oe 
Audio amp. resp. -19.0 -15.5 -10.4 -6.0 -3.0 0 1.0 6.4 
System response -20.6 -16.3 -10.7 -6.1 -3.0 0 10 6.5 
Conversion factor 104.6 100.3 94.7 90.1 87.0 84.0 83.0 77.5 


The conversion factor is the relative SPL in dB (re 1 ybar) corresponding 
to 1.0 volt on tape. For each sonobuoy these conversion factors were 
plotted for both FLIPEX I and II. These plots are shown in Figs. A-9 
through A-20. 
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APPENDIX B EXPERIMENT DESCRIPTIONS 


EXPERIMENT I 


Purpose: Obtain crosswind! data at 150 ft altitude 
Date/Time: 238 May AM 

Helo Altitude: 150 ft. 

Type of run: pass 

Number of passes: 18 

Position:¢ Cluster I] 

Cluster separation: 80 ft. 

Remarks : 


i. Tape recorder calibration® inedB yerO.775 Vv): 


Passes 1-5 Passes 6-18 
Ch 2,4 20 25 
Chimales on 10 15 


11. Pass 13 aborted. 
iii. Helo speed 45 kts. for passes 1-3 
30 kts. for passes 4-18 


EXPERIMENT 2 


Purpose: Obtain upwind/downwind! data at 150 ft. altitude 


‘nCrosswind" and "upwind/downwind" refers to helo heading. Hereafter 
assume crosswind if not otherwise stated. 


“Position" refers to point overflown by helo. 


*Tape recorder calibration refers to voltage level input to tape 
recorder corresponding to 1 volt output. 
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Date/Time: 28 May AM 
Helo Altitude: 150 ft. 
Type of run: pass (30 kt.) 
Number of passes: /7 
Position: Clusters I and II (almost together) 
Cluster separation: 80 ft. 
Remarks : 
1. Tape recorder calibration: 15 dB for all channels, all passes. 


Tike UP ecULECH eG D If ViCInity Of Hulmadiienhiqeexper Imene. 


EXPERIMENT 3 


Purpose: Obtain data at 750 ft. altitude, 600 ft. cluster separation. 
Date/Time: 29 May AM 
mele altitude: /50 ft. 
Type of run: hover 
Duration of hover: approximately 10 minutes 
Position of hover: Cluster II 
Cluster separation: 600 ft. 
Remarks : | 
i. Tape recorder calibration: 15 dB all channels. 
ii. 2 inch surface microphone not functioning for this and all 


succeeding 29 May experiments. 


EXPERIMENT 4 


Purnose: Obtain data at 150 ft. altitude, 600 ft. cluster separation. 
Date/Time: 29 May AM 

feloraltitude;. 150 Tt. 

Type of run: pass (15 kt.) 


Number of passes: 9 
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Position: Cluster II 
Cluster separation: 600 ft. 
Remarks: 


1. Tape recorder calibration: 15 dB all channels. 


EXPERIMENT 5 


Purpose: Obtain data at 150 ft. altitude, 300 ft. cluster separation. 
Date/Time: 29 May AM 

Helo altitude: 150 ft. 

Type of run: pass (15 kt.) 
Number of passes: 9 
FOsition: Cluster I! 
Cluster separation: 300 ft. 
Remarks: 


i. Tape recorder calibration: 15 dB all channels. 


EXPERIMENT 6 


Purpose: Obtain data at 150 ft. altitude, clusters together. 
Date/Time: 29 May AM 

Helo altitude: 150 ft. 

Type of run: pass (15 kt.) 

Number of passes: 3 

Position: Clusters I and II 

Cluster separation: together 

Remarks: 


1. Tape recorder calibration 15 dB all channels. 


8/ 


EXPERIMENT 7 


Purpose: Obtain data for 40 foot altitude hover. 
Date/Time: 17 August 1446-1456T. 
Helo Altitude: 40 ft. 
Type of run: hover 
Duration of hover: 10 minutes 
Position: sidestepped 200 ft. from clusters in crosswind direction 
Cluster separation: together 
Remarks : 
1. Tape recorder calibration 15 dB all channels. 
ii. Surface microphone not on hand. Sonobuoy 14 hydrophone at 10 


ft. depth. 


EXPERIMENT 8 


Purpose: Obtain further data for 40 foot altitude 
hover 

Date/Time: 17 August 1458-1508T 
Helo Altitude: 40 ft, 
Type of run: hover 
Duration of hover: 10 minutes 
Position: sidestepped 620 ft. from clusters in crosswind direction. 
Cluster separation: together 
Remarks: 

1. Tape recorder calibration 15 dB all channels. 

ii. Surface microphone not on hand. Sonobuoy #14 hydrophone at 


10 ft. depth. 
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EXPERIMENT 9 


Purpose: Obtain data at 750 ft. altitude. 
Date/Time: 17 August 1607-1618T. 
Helo Altitude: 750 ft. 
Type of run: hover 
Duration of hover: 11 minutes 
Position: sidestepped 340 ft. from clusters in crosswind direction. 
Cluster separation: together 
Remarks: 
1. Tape recorder calibration 15 dB all channels. 

11. Sonobuoy #14 hydrophone placed in kiddy pool to serve as surface 
microphone. Continued to so serve throughout remainder of 
experiments. 

1ii. Hover sidestepped to facilitate helo position keeping with respect 


to kiddy pool. 


EXPERIMENT 10 


Purpose: Obtain data at 750 ft. altitude with helo passing overhead clusters. 
Date/Time: 17 August PM 
Helo Altitude: 750 ft. 
Type of run: pass (5 kt.) 
Number of passes: 4 
Position: Overhead both clusters 
Cluster separation: together 
Remarks: 
1. Tape recorder calibration 15 dB all channels. 


17. Sonobuoy 31 (100 ft. depth) failed during this experiment. 
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EXPERIMENT 11 


Purpose: Qbtain data for 600 ft. altitude hover for very calm sea 
surface which existed. 
Date/Time: 18 August 0832T 
Helo Altitude: 600 ft. 
Type of Run: hover 
Duration of hover: 4 minutes (See Remark ii) 
Position: Varied between Clusters I and I] 
Cluster separation: 150 ft. 
Remarks: 
1. Tape recorder calibration 15 dB all channels. 
ii. Initial position which was held for approximately 35 sec. 
was over Cluster I. 


iii. Helo had difficulty maintaining position. 


EXPERIMENT 12 


Purpose: Obtain data at 150 ft. altitude. 
Date/Time: 18 August 0836T. 
Helo Altitude: 150 ft. 
Type of run: pass (5 kt.) 
Number of passes: 2 
eesition: Cluster If 
Cluster separation: 150 ft. 
Remarks: 
i. Tape recorder calibration 15 dB all channels for first pass. 
Changed surface microphone channel (ch. 4) to 25 dB for second pass. 
11. Clusters aligned crosswind. Helo heading perpendicular to 


cluster line. 
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EXPERIMENT 13 


Purpose: Determine if surface microphone sonobuoy limiting occurred 
for 600 ft. aljviude pass. 

Date/Time: 18 August O90IT 

Helo Altitude: 600 ft. 

Type of run: pass (5 kt.) 

Number of passes: | 

pesition: Cluster Il 

Cluster separation: 150 ft. 

Remarks: 


1. Tape recorder calibration: Ch. 4 25 dB 
Other channels 15 aB 


ii. Clusters, still aligned crosswind. Helo heading perpendicular 
- oe 
to clustgr line. 


é 
- 


EXPERIMENT 14 


Purpose: Increase distance of source from surface microphone so as to 
eliminate sonobuoy limiting. 

Date/Time: 18 August 0910-0940T 

Helo Altitude: 600 ft. 

Type of run: pass (5 kt.) 

Number of passes: II 

Position: Approximately 100 yards outboard Cluster II (See Remark i7) 


luster separation: 150 ft. 


Remarks: 
1. Tape recorder calibration: Passes 1-7 Passes 8-12 
Ch. 4 25 dB 15 dB 
Other channels lSaaB eds 
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ii. Helo position not measured. 100 yard distance from Cluster II 
was pilot's estimate. | 
Iie LMT tingeveny = sirgite. 
iv. Clusters still aligned crosswind. Helo heading perpendicular 


to cluster line. 


EXPERIMENT 15 


Purpose: Continuation of Experiment 14 at 300 ft. altitude due to 
low flying aircraft in area. 
Date/Time: 18 August 0945-1010T 
Helo altitude: 300 ft. 
Type of run: pass (5 kt.) 
Number of passes: 9 
Position: Approximately 100 yards outboard Cluster II. (see Remark ii) 
Cluster separation: 150 ft. 
Remarks: 
1. Tape recorder calibration 15 dB all.channels. 
11. Helo position not measured. 100 yard distance from Cluster II 
was pilot's estimate. 


iii. FLIP orienter motors energized. 


EXPERIMENT 16 


Purpose: Obtain 300 ft. altitude data with aircraft passing over Cluster I 
Date/Time: 18 August 1244-1305T 

Helo altitude: 300 ft. 

Type of run: pass (5 kt.) 

Number of passes: 12 


Position: Cluster I 


oe 





Cluster separation: 150 ft. 
Remarks: 


i. Tape recorder calibration, 15 dB all channels. 


EXPERIMENT 17 


Purpose: Obtain 600 ft. altitude data with aircraft passing over Cluster I. 
Date/Time: 18 August 1305-1325T 
Helo altitude: 600 ft. 
ilype of run; pass (5 kt.) 
Number of passes: /7 
fesicion: Cluster | 
Cluster separation: 150 ft. 
Remarks: 
1. Tape recorder calibration: 15 dB all channels 


11. Passes 18 and 19 best with respect to position over Cluster I. 


EXPERIMENT 18 


Purpose: Increase distance of source from surface microphone so as to 
eliminate sonobuoy limiting. 

Date/Time: 18 August 1334-1413T 

Helo altitude: 300 ft. 

fiype of run: pass (5 kt.) 

Number of passes: 12 

Position: Over smoke float which was initially positioned outboard of 
Cluster I] 

Cluster separation: 150 ft. 

Remarks: 


1. Tape recorder calibration: 15 dB all channels. 


Jo 


ii. Smoke float distance from FLIP determined using bubble sextant 


readings. Times of sextant readings and helo passes recorded. 


EXPERIMENT 19 


Purpose: Obtain record of helicopter noise with continuously decreasing 
grazing angles. 
Date/Time: 18 August 1430-1443T 
Helo altitude: 40 ft. 
Type of run: modified hover 
Duration of hover: 13 minutes 
Position: Over smoke float which was initially positioned outboard of 
Cluster II. 
Cluster separation: 150 ft. 
Remarks: 
i. Tape recorder calibration: 15 dB all channels 
11. Helo remained over smoke float throughout experiment. Smoke 
float distance from FLIP determined using bubble sextant readings. 


Times of sextant readings recorded. 


EXPERIMENT 20 


Purpose: Obtain 300 ft. altitude data with helicopter making alternate 
passes over Clusters I and II. 

Date/Time: 18 August 1445-15257 

Helo altitude: 300 ft. 

Type of run: pass (5 kt.) 

Number of passes: 16 


Position: Clusters I and II alternately 


94 





Cluster separation: 150 ft. 
Remarks: 


i. Tape recorder calibration: 15 dB.all channels. 
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APPENDIX D MEAN SQUARE SURFACE WAVE HEIGHTS 


Mean square surface wave heights in me for FLIPEX I and II are 


compiled below for various ranges of wave period, T. 


FLIPEX I (Vibrotron data only) 


Date/Time 
Be pata Tsoc0Usec. 1 < 10 sec. 91 <5) sec. tos 3esee; 
29 May 2.75 x 10° 1.44x 107% 2.23x107 3.67 x 107 
1034-10527 
1034-1052T | 
FLIPEX II 
Date/Time Wave Probe 
of Data Desig. is c0¥sec. 1 = 10 seen) 1 <5 sec) peaieemsnce cre 
17 Aug A 2.63 x 107° 1.55 x 107° 1.05 x 10°¢ 4.58 x 107° 
1729-1827T < Z . = 
B 2.36 x 107° 1.41 x 107° 9.58 x 107 4.34 x 10 
C 2.49 x 107° 1.56 x 1072 1.10 x 107° 5.13 x 107° 
D ile. me eevee eS Gey ei Se x Te 
= -2 =e 2 
17 Auo A 2.32 x 10° 1.32 x 1072 9.59 x 107° 3.23 x 10 
1827-2038T y ae “ ik 
B 2.20 x 10° 1.25 x 107 9.09 x 107° 3.00 x 10 
C 2.40 x 107 1.46 x 107% 1.14 x 1072 3.47 x 1073 
D 1.99 x 107% 1.24 x 1072 9.52 x 1073 2.86 x 1072 
18 Aug A 1.86 x 107° 1.16 x 107? 7.18 x 1072 2.20 x 107° 
1000-1216T > » 4 " 
B 1.71 x 105° Gem GRCENGRT CN. 10a? mOnuImeenG 
C 2,00 x 10°* 1.16 x 107° 7.02 x 107° 2.22 x 107 
D 17800 108- | hOAaaain ocean: 10a Came 
a 23 -3 23 
18 Aug A Sens Ql lo BGO ie 218 xn 
1230-1343T us ri Z 3 
B cine: neeCiye le? SoG we qe 
C Zoos Tor’ «NO % 108 5 ede 10s) eon an emne 
D DGOn «G35. TON. 5 G2 10n> enenee 





APPENDIX E A TEST FOR THE VALIDITY OF THE KIRCHHOFF APPROXIMATION 
a IE AEE A LALO 


It is shown by Beckmann in Chapter 5 of Ref. 8 that for the Kirchhoff 

_ Approximation to apply, L >> A, 

Where: L is the correlation distance for which the surface 
correlation function, as approximated by the Gaussian 


pCi 
form C(¢) = e% /L eS ow Ne one (Oe 
A is the acoustic wavelength. 


It is further shown by Beckmann in Appendix D of Ref. 8 that, for a 

surface with a Gaussian distribution of heights and having a Gaussian corre- 
lation function, the mean square surface Slope, £, is related to the corre- 

lation distance, L, and the mean square surface height, o, by the following 


expression: 


of was measured during the experiment. a may be estimated from wind 


Speed using the Cox and Munk equation: 
(Rms seo = B& = 9.003 + 5.12 x 107 y 


where W is wind speed in m/sec. 


L can then be determined and the criterion L >> A tested for 
applicability of the Kirchhoff approximation. 

In order to determine that region of roughness, R, for which L/a < 1, 
the value of R for which 2 =L_ was calculated for each ocean surface 


encountered during the experiments. . in water was used as a worst case. 
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The results of this calculation are compiled below: 


Expt. Nr. Wind Speed 





“inm/sec 2° =o “(m*) L(m) 
-2 -~2 

1] Ze 1.6x10 IeJexl0 1.49 
-2 ao 

6, 17 A 56 2.0x10 2.1 x10 1.25 
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Freq. 


for AHL 


1000 Hz 


1200 Hz 


for AHL 


Sie 


6.05 





RELATIVE SOUND PRESSURE SPECTRUM LEVEL IN dB (re 1 ubar) 





APPENDIX F RELATIVE HELICOPTER NOISE SPECTRA 
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RELATIVE SOUND PRESSURE SPECTRUM LEVEL IN dB (re 1 ubar) 
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RELATIVE SOUND PRESSURE SPECTRUM LEVEL IN dB (re 1 ubar) 
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RELATIVE SOUND PRESSURE SPECTRUM LEVEL IN dB (re 1 ubar) 
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RELATIVE SOUND PRESSURE SPECTRUM LEVEL IN dB (re 1 ubar) 
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RELATIVE SOUND PRESSURE SPECTRUM LEVEL IN dB (re 1 ybar) 
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RELATIVE SOUND PRESSURE SPECTRUM LEVEL (dB re Iubar) 
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RELATIVE SOUND PRESSURE SPECTRUM LEVEL(dB re 1 ubar) 
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SOUND PRESSURE SPECTRUM LEVEL (dB re 1 ubar) 
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APPENDIX G LIMITING EXPERIMENT 


During FLIPEX II, some distortion, due to sonobuoy limiting, was 
observed in the signals from the surface microphone and the 20 and 40 
foot hydrophones (but not for the 300 foot hydrophone) when the heli- 
copter passed overhead at an altitude of 300 feet. Limiting was slightly 
reduced but not eliminated when the helicopter passed over at an altitude 
of 600 feet which was the maximum altitude that the cloud ceiling would 
permit. 

In order to determine the effect of this limiting on the spectrum cf 
the recorded helicopter noise, a limiting experiment was conducted in the 
laboratory. The experiment involved introducing helicopter noise at 
various levels to the input of a sonobuoy. The levels were controlled 
uSing a step attenuator. The amplified output of the sonobuoy was 
observed on an oscilloscope. Input attenuator settings were determined 
that corresponded to various degrees of limiting evidenced in the appear- 
ance of the output signal. Sonobuoy outputs for the various input 
attenuation settings were analyzed using the method described in Part 
C of Section V. In order that the noise introduced to the sonobuoy have 
the same spectrum as that recorded in the ocean a means of compensating 
for the frequency response of the sonobuoy audio amplifier/signal line 
combination was required. This was accomplished by means of a General 
Radio Type 1925 multifilter which permitted individual setting of attenu- 
ators associated with a bank of 1/3 octave filters. Initially the plan 
was to introduce the signal to the sonobuoy hydrophone using the USNRL 
G-19 Calibrator described in Appendix A. However the introduction of a 


Sinusoidal signal first at the hydrophone through the calibrator and then 


1 


at the input of the audio amplifier showed that the onset of limiting 
occurred with the same output voltage level in both cases. This test was 
repeated with the same results using several frequencies representing the 
range of interest in the analysis. From this it was concluded that 
limiting occurred in the audio amplifier and not in the preamplifier. 
Accordingly it was decided to introduce the signal at the input of the 
audio amplifier. In the case of each sonobuoy tested, the input signal 
to the multifilter was the signal recorded at sea from that sonobuoy's 
hydrophone. The equipment arrangement for the experiment is shown in 


Fig. G-l. 


TAPE MULTI - Sve SONOBUOY WAVE X-Y 
RECORDER ie ATTENUATOR ANALYZER RECORDER 


DC POWER FREQUENCY 
SUPPLY SYNTHESIZER 


Fig. G-l 
BLOCK DIAGRAM FOR LIMITING EXPERIMENT 


The short hover in Experiment 11 was selected for providing the input to 
the sonobuoys for the experiment. For each sonobuoy, a plot of helicopter 
Signal was made for each of four frequencies at each of four attenuator 
settings. The four frequencies were 150, 300, 500 and 700 Hz. The 


attenuator settings varied from sonobuoy to sonobuoy and corresponded to 


TaleZ 





the following qualitative descriptions of limiting extent: 


Attenuator Setting Limiting Description 
# | onset of limiting 
#2 Slight limiting 
#3 bad limiting 
#4 solid limiting 


Using the known gain of the sonobuoy (loaded with the wave analyzer) 
for each frequency and the sensitivity of its hydrophone, output voltage 
level for each frequency for attenuation corresponding to the onset of 
limiting was converted to equivalent SPL (dB re 1 ybar) at the hydrophone. 
Also computed was the increase in VL for attenuation settings #2, #3, 
and #4 over VL at attenuation settings #1 for each frequency. The increase 
in VL was observed to be frequency independent. The compilation in Fig. 
G-2 shows the average increase in VL, AVL yg. for attenuation settings 
#2, #3, and #4 over VL eeeoaiaren #1. Also, attenuator settings #2, 

#3, and #4 relative to attenuator setting #1] are shown. From the relative 


attenuator settings and AVL , a limiting correction was obtained. 
av J 


de 
SPL (dB re 1 ubar), relative to an arbitrary level in dB, and corresponding 
to onset of limiting, is shown. The absolute SPL's corresponding to onset 
of limiting are on file with Dr. H. Medwin, Physics Department, Naval 
Postgraduate School. 

The limiting corrections compiled in Fig. G-2 were plotted against 
ANL avg. for each sonobuoy. These plots are shown in Fig. 6-3. By comparing 
the experimental SPL*s with those shown in Fig. G-2 for the onset of 
limiting and entering the plots in Fig. G-3 with the differences obtained, 


correction factors for each sonobuoy were obtained. 


es 


Sonobuoy Relative AVL 3 v4 Limiting Freq. Onset of Limiting 


Nr. Attenuator Correction Rel. SPL 
Setting (dB) (dB) (dB) (Hz) (dB re 1 ,bar) 
14 0 0 0 150 25.4 
-3 1.9 ia 300 26.2 
-6 4.4 1.6 500 24 9 
-9 6.9 2.1 700 19.0 
16 0 0 0 150 oe 
-3 1.9 1.1 300 25.9 
-6 Seal CaS 500 21.5 
-9 6x1 2.9 700 [Smee 
i 0 0 0 150 25g 
-3 Lvs Oey 300 Zon 
-6 3.6 LG 500 Zee 
-9 5.6 3.4 700 leet 
Fig. G-2 


COMPILATION OF LIMITING EXPERIMENT RESULTS 


Correction factors obtained for each sonobuoy were: 


Sonobuoy #14 (surface microphone): 1.5 dB 
Sonobuoy #16 (20 ft. hydrophone): 2.8 dB 
Sonobuoy # 7 (40 ft. hydrophone): 2.8 dB 


There was no measurable difference between the correction factor for 
300 foot altitude and that for 600 feet. These corrections were applied 


in obtaining the relative spectra shown in Appendix F. 
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Limiting Correction Limiting Correction 


Limiting Correction 


SONOBUOY # 14 





AVE Avg. (dB) 


SONOBUOY # 16 





SONOBUOY # 7 “& 





AVL avg. (dB) 


Fig. G-3 
CURVES FOR LIMITING CORRECTION FACTOR 
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